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2016-01-22 


Version 

151117SU 

160122SU 


19p 

Table dimension > Mynx 5400 

T-slot section : 15H8, 18H8 

T-slot section : 18H8 

Table dimension correction 



Version 

150923SU 

151117SU 


2015-11-17 

9P 

Standard/Optional Specifications > Oil cooler 

Optional 

6000 r/min, Belt type 
6000 r/min, Geartype 
8000 r/min, Belt type 
12000 r/min, Belt type 

More updates 





separated by a specification 





